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Abstract: Deeper penetration of renewable energy is essential for decarbonising the glass industry, but balancing its intermittent nature with the sector’s continuous high process heat demand remains challenging. Hybrid glass furnaces offer a promising solution by combining direct electrification with fuel switching to green hydrogen. This paper quantifies the viability of increased boosting levels in hybrid furnaces, identifying threshold conditions for profitability and sustainability at an electricity-to-natural-gas price ratio of 1.5 and an electricity emissions factor of 0.3 tCO2/MWh. Subsequently, it investigates the economic and environmental impact of varying solar energy availability on decarbonising the energy supply of a representative 300 t/d oxyfuel container glass furnace equipped with solar plants and electrolysers of varying sizes. In the direct integration configuration, average melting cost savings and emission reductions reach 28.1%, and 18.8% for a 1:1 ratio between nominal furnace energy demand and solar generation. In a hydrogen integration configuration, average melting cost savings and emission reductions rise to 42.5% and 48.0%, with peak cost savings of 46.5%. Full energy self-sufficiency is achieved for solar overgeneration of around 36–40%, corresponding to a solar plant and electrolyser capacity of 150 MW and 45 MW. These general guidelines are meant to provide support for the design of low-carbon glass furnaces while minimising burdens on the broader energy system.
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1 Introduction

The glass industry is a relevant energy-intensive and hard-to-abate sector, with total energy consumption estimated

at approximately 350 PJ in the EU [1], 200 PJ in the US [2], and 500–800 PJ globally [3]. A large portion of this

energy demand is met by fossil fuels, with thermal energy accounting for 85% of total demand in the EU [1] and

75% in the US [4]. From an environmental perspective, the glass industry is responsible for over 85 million tons of

CO2 emissions globally [5], including 22 million tons in Europe [6], and 15 million tons in the US [4]. The primary sources of emissions include process emissions from the oxidation of carbon from raw materials, direct emissions from fuel combustion, and indirect emissions from electricity consumption. Direct and indirect energy-related

emissions together account for more than 75% of total emissions across major glass products [7], thus making energy a hotspot for the decarbonisation of the sector.

Driven primarily by increased energy costs, the energy performance of glassmaking has improved significantly

over the last century, approaching the physical limits of the performance of conventional furnaces [8]. The increased environmental awareness has focused attention on the carbon footprint of energy use, requiring a shift from fossil fuels to renewable energy sources. However, the low energy density and intermittent nature of the latter make adaptation to the continuous and energy-intensive process activities of the glass industry very challenging.

To this purpose, some studies have discussed the potential of biofuels [9], whereas others have focused on the

combination of renewable electricity and green hydrogen [10]. The latter solution can leverage the dual energy input of hybrid furnaces to significantly reduce energy-related emissions. While a carbon-free electrical input is limited by the intermittency of renewable energy availability, hydrogen offers a solution for a decarbonised fuel input by

decoupling energy supply and demand, albeit at the cost of overall energy efficiency [7].
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Hybrid glass furnaces can be designed to operate over a wide range of electrical input, up to 80%. Furnaces are

typically operated at constant boosting levels due to the relevant implications for heat flux distribution, convection

currents, and melting processes that occur particularly at low combustion inputs [11]. Investigating the optimal ratio between fuel and electric inputs becomes very important, particularly for purposes of renewable energy integration.

This work analyses the impact of increased electric boosting and solar energy availability in hybrid glass

furnaces, using a representative 300 t/d oxyfuel furnace as a case study. Economic and environmental thresholds for electrification are identified and compared with current energy prices and carbon emission factors. Then, a mixed-integer linear programming (MILP) formulation is employed to investigate optimal solar and hydrogen integration in terms of economic, environmental and renewable energy integration performance. The primary aim is to identify sizing guidelines that can support industrial actors in the design of low-carbon glass melting furnaces while minimising burdens on the broader energy system.

2 Energy Demand of Glass Furnaces

2.1 Glass Furnaces and Decarbonisation Pathways

Melting, fining, refining, and conditioning are essential steps carried out in glass furnaces. These processes

involve heating the batch to its melting point, promoting fusion reactions to generate the melt, dissolving sand grains, eliminating bubbles, and achieving chemical and thermal homogenisation. The melting temperature is approximately 1500 ℃, with most of the enthalpy required in the primary batch-to-melt conversion. The chemical enthalpy required accounts for only 10–15% at typical industrial levels of glass cullet.

Several types of glass furnaces are available for various types of glass products, including recuperative,

regenerative cross-fired and end-port, oxyfuel, and all-electric furnaces [12]. These vary in terms of how energy is supplied to glass, the amount of energy recovery, but also in the different convection cells and the consequent hot spot. The resulting specific energy consumption (SEC) varies significantly depending on product type, but also on

production scale [7].

Several solutions have been developed to increase the energy efficiency of glass melting. Selective batching and

the use of glass cullet can reduce the chemical enthalpy of the glass batch. To recover thermal energy from flue gas several solutions have been implemented, including batch and cullet preheating, thermochemical recuperation, steam generation, or electricity generation through organic Rankine cycles. More structural solutions aimed at reducing flue gas losses include oxyfuel combustion and all-electric melting, which reduce flue gas volumes partially and entirely, respectively.

Beyond energy efficiency solutions, biogas and renewable electricity represent viable alternatives for clean energy

supply in glass furnaces. Renewable electricity can be supplied directly to furnace electrodes or used to produce green hydrogen for combustion in burners.

2.2 Case Study and System Layout

[image: ]

 

Figure 1. System layout
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This work uses a 300 t/d oxyfuel container glass furnace with a nominal boosting power of 1 MW as a case study.

The SEC is equal to 4.35 GJ/t, consisting of 3.8 GJ/t of fuel input, 0.29 GJ/t of electric input, and 0.26 GJ/t required

for oxygen generation [13]. The thermodynamic efficiency is about 50%, energy losses due to flue gases and wall losses are 27% and 23%, respectively.

The overall system layout is shown in Figure 1 for three different configurations. The yellow elements represent

the conventional configuration of a hybrid glass furnace, where burners and boosting electrodes are fed from the natural gas and electricity grids, respectively. A basic integration configuration considers the direct coupling of the furnace with photovoltaic modules. The advanced integration scenario consists of a hydrogen infrastructure including a PEM electrolyser to produce hydrogen and a pressurised hydrogen tank equipped with a hydrogen compressor. In the advanced integration scenario, electricity generated by the solar plant can be directed to the furnace electrodes, used by the electrolyser to partially offset excess renewable output, or fed into the electricity grid.

3 Energy Modelling

An MILP optimisation framework is proposed to optimise the operation of the system considered. This Section

outlines the main components modelling choices, the MILP formulation, and the definition of the key performance indicators (KPI) for comparing the results across different configurations.

3.1 Components Modelling

3.1.1 Glass furnace

SEC variations of the furnace at different boosting ratios are assumed to vary linearly between the nominal

condition and the 100% boosting condition, the latter corresponding to an SEC of 2.8 GJ/t due to the elimination

of energy losses through flue gases. The resulting SEC under varying boosting ratio is reported in Table 1. The obtained results are conservative with respect to a 320 t/d oxyfuel furnace that is estimated to reach 2.6 GJ/t for a

boosting ratio of around 67% [14].

 

Table 1. SEC under varying boosting ratio

 

Electric Boosting [%]   SEC [GJ/t]   Fuel Input [GJ/t]   Electric Input [GJ/t]

7                4.09            3.80                 0.29

10              4.05            3.65                0.41 20              3.93            3.15                0.79 30              3.82            2.67                1.14 40              3.70            2.22                1.48 50              3.58            1.79                1.79 60              3.46            1.38                2.08 70              3.34            1.00                2.34 80              3.22            0.64                2.58

 

3.1.2 Renewable plant

The study considers different sizes of the solar plant. The energy coverage is assumed to range from 25% to

150% of the furnace’s nominal annual energy demand in its conventional configuration (including oxygen energy requirements), which is around 124 GWh/y. This approach enables the evaluation of various renewable energy integration scenarios in the glass industry. The nominal power of the solar plant Ws can be expressed as in Eq. (1). where SECnom is the nominal SEC expressed in MWh/t, tpdnom is the nominal production capacity of 300 t/d, EC is the energy coverage (ranging between 0.25 and 1.5), and CF is the photovoltaic modules’ capacity factor, expressed in equivalent hours.

 

WS = (SECnom · tpdnom · EC · 365) /CF (1)

 

A single solar plant installed at or near the furnace site can hardly cover a significant portion of the energy

demand of a glass furnace, due to its energy-intensive nature. Accordingly, rather than using the output profile of a

single plant representative of a specific location, this study considers national-level nominal generation profiles [15].

The furnace is assumed to be located in Italy, so the capacity factor for solar is equal to 1122 hours [16]. For a 1:1 ratio between energy generation and energy demand, the associated rated power of the solar plant corresponds to a value of 110.82 MW. It is important to note that even for a boosting ratio of 80% the furnace electrical nominal power reaches only 8.84 MW, implying that a large oversizing of the solar plant is required.
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Considering the mismatch between furnace energy demand and solar energy generation under varying plant size,

excess energy on a daily scale is observed only when renewable energy coverage is at least 75%. However, it should be noted that, on an hourly scale, a small energy surplus occurs during the hottest period even at an energy coverage level as low as 25%.

3.1.3 Hydrogen infrastructure

The advanced integration configuration includes a PEM electrolyser and a hydrogen compressor and storage

tank.

The sizing of the PEM electrolyser depends on a trade-off between overall operational efficiency and total hydrogen

production. To derive general guidelines, it can be parametrised depending on renewable energy availability [17].

In most studies, hydrogen allocation is fixed to a certain threshold in order to promote economic viability [18]. However, to ensure a fair comparison between electrification and hydrogen for the glass industry, it is essential that no arbitrary prioritisation is performed.

The electrolyser is modelled to operate in the range of 15–100% of nominal input power, with an efficiency

expressed as Eq. (2), adapted from the relation proposed in reference [19].

 

ηP EM = −0.149 · WP EM /WP EM,nom + 74.977 (2)

where, ηP EM is the electrolyser efficiency, WP EM is the electrolyser input power, WP EM,nom is the nominal input power.

A hot standby battery is assumed to be installed to maintain the electrolyser ready to resume operation without

delays. It is estimated that during non-productive hours the power consumption is equal to 1.5% of the electrolyser

nominal power [18]. For the sizing of the hydrogen tank, a storage capacity of 3 days is considered to match with the optimisation horizon described in the following section. For the hydrogen compressor up to 200 bar, a specific

energy consumption of 4 MJ/kg is assumed [20]. Following a stoichiometric reaction, it is assumed that 9 kg of water are required to produce 1 kg of hydrogen, with a lower heating value (LHV) of 120 MJ/kg.

3.2 Mixed Integer Linear Programming Formulation

An optimisation problem is formulated to determine the optimal hourly energy supply of the hybrid glass furnace,

with the objective of minimising melting costs. An MILP approach is chosen as it is well suited to the problem’s linear objective function and constraints, ensuring the identification of the global optimum. The optimisation is solved with an hourly time resolution considering a 7-days horizon in order to account for the variability of renewable energy generation. The optimisation problem is defined as in Eq. (3).

 

min ΣT       f obj      x ( x) (3)  ∈

Q ∈R

where, fobj is the objective function, T is the weekly optimisation horizon, x is the vector of N optimisation variables, and Ω the feasible space delimited by the set of constraints.

Glass melting costs are chosen as the objective function , as shown in Eq. (4), including costs of natural gas and

electricity purchases obtained by multiplying the purchase volumes Qin and Win by their specific prices cng and c el, the revenues from electricity sales obtained by multiplying the sales volumes Wout by the electricity sales price c el,out, the costs of direct carbon emissions obtained by multiplying the natural gas input by the CO2 emission factor CO2,f and the price of CO2 cCO2, and the cost of oxygen and water obtained by multiplying their purchase volumes O2,in and H2Oin by their prices CO2 and cH2O .

 

f       T = Σ (Q    c   + · W   · c − W   · c     + Q · CO   · c    + O    · c   + H O · c    )   (4)

obj      t     in    ng       in    el       out    el,out      in       2,f    CO2      2,in    O2      2   in    H2O

The optimisation problem is constrained by a set of constraints. The constraint on the electric bus is expressed

as in Eq. (5), where WS is the hourly solar power generation, WP EM is the power consumption of the electrolyser, WP EM,standby is the power consumption of the electrolyser due to the hot-standby during non-working hours, WH2C is the power consumption of the hydrogen compressor, Win and Wout are the purchase and sales to the electricity grid, and Wf ur represents the furnace electrical input.

 

WS − WP EM − WP EM,standby − WH2C + Win − Wout − Wf ur = 0 (5)

The constraint on the thermal bus is expressed as in Eq. (6), where QP EM is the energy content of PEM hydrogen

generation, QH2S,ch and QH2S,dis represent the charge and discharge of the hydrogen tank, Qin is the purchase from the natural gas grid, and Qf ur represents the furnace thermal input.
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QP EM − QH2S,ch + QH2S,dis + Qin − Qf ur = 0 (6)

 

The operation of the hydrogen storage is modelled as suggested in reference [21] by imposing some constraints

built with integer optimisation variables that control the on–off status of the storage, and the mutually exclusive charging or discharging mode. The state of charge of the storage tank is constrained to be equal at the beginning and the end of the optimisation horizon.

3.3 Key Performance Indicators

The three configurations are compared in terms of the economic and environmental performance as well as the

self-sufficiency of renewable energy integration.

Specific melting costs defined as a yearly average of natural gas and electricity purchase Cng and Cng , electricity

sale Sel, CO2 quotas from the carbon market CCO2, and oxygen and water purchase CO2 and CH2O are used as the economic KPI, KP Ieco, as shown in Eq. (7). The electricity and natural gas prices are selected from the first semester of 2024 for the corresponding consumption band of non-household consumers and are equal to 167.7

EUR/MWh and 51.4 EUR/MWh, respectively [22, 23]. The selling price of electricity is assumed to be 10% of the purchase price to encourage self-consumption and minimise grid interaction. The cost of oxygen is assumed to be

0.05 EUR/kg [                                                  3 20 ], the cost of water is assumed to be and 3.58 EUR/m [18]. The cost of CO is assumed to be 75 2

EUR/t, in line with 2025 forecasts.

Specific emissions, defined as a yearly average of natural gas emissions Eng and electricity indirect emissions

Eel, are used as the environmental KPI, KP Ienv, as shown in Eq. (8).

For renewable energy integration, two indicators are considered, namely the self-consumption and self-production

rates, KP Isc and KP Isp. Self-consumption rates measure the share of energy used within the designed system and are defined as the ratio of annual solar energy generation WS minus the electricity sale Wel,out over the sum of solar energy generation WS, as shown in Eq. (9). Self-production rates measure the share of energy produced by the solar plant in the total energy supply and are defined as the ratio of annual solar energy generation WS minus the electricity sale Wel,out over the sum of solar energy generation WS , natural gas purchase Qin and electricity purchase Win, as shown in Eq. (10). By definition, self-consumption rates will be larger than self-production rates since the denominator of the latter includes grid energy inputs.

 

KP I      T                             = Σ ( C + C C + C + C − S + ) / (tpd   · T )           (7)

eco       t     ng      el     el      CO2      O2      H2O         nom

 

KP I       T         env      t = Σ ( E + E ) / (tpd    · T )                        (8) ng     el         nom

 

KP I     T             T = Σ ( W − W ) / Σ W                       (9)

sc       t     S       out       t    S

 

KP I     T          T             = Σ ( W W − ) / Σ ( W + Q + W )               (10)

sp       t     S      out        t     S      in      in

4 Results

This Section presents the results in terms of the economic, environmental and renewable-related KPIs for the

three configurations of conventional natural gas fired furnace, direct coupling integration with solar photovoltaic, and advanced integration through a hydrogen infrastructure.

4.1 Conventional Configuration

The production of glass is very sensitive to the price of energy, as energy costs account for between 20% and

35% of total production costs depending on glass sub-sectors [24]. In this regard, Table 2 shows glass melting costs based on the natural gas and electricity prices in the first semester of 2018 and 2024 for the four main EU glass producing countries, i.e., Germany, Spain, France, and Italy. These data reflect glass melting prices without carbon pricing and show the relevant increase between the two periods considered, ranging from 30% in Spain to more than 75% in Germany.
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Table 2. Melting costs in the conventional configuration in the main EU glass producing countries

 

[EUR/t]       Germany   Spain   France   Italy

2018-S1         57.25     55.67    55.03    51.13 2024-S1         110.7     72.31    81.05    82.98

Ratio (2024/2018)      1.76       1.30      1.47     1.62

 

Energy prices not only influence the cost of melting, but also the viability of decarbonisation options such as

electrification. Indeed, electrification only provides environmental benefits if electricity is generated from clean

energy sources. Based on the SEC of Table 1, the electricity price and emission factor thresholds below which electrification is economically and environmentally advantageous compared to natural gas can be expressed as Eq. (11) and Eq. (12). Here, a1 results from the electrification benefits in terms of energy efficiency and is equal to 1.51. This value represents the maximum price ratio between electricity and natural gas for which electrification is convenient in the absence of any carbon tax. Assuming a carbon emissions factor of 0.2 tCO2//MWh for natural gas combustion, electricity results in a net emission reduction only when its emission factor is below 0.30 tCO2/MWh if emissions for oxygen generation are included.

 

cel,thr = a1 · (cng + CO2,f · cCO2) (11)

 

emel,thr = a1 · emng (12)

[image: ]

 

Figure 2. Profitability and sustainability zones of energy inputs compared with current energy prices and

electricity carbon emission factors in the main EU glass producing countries

 

Figure 2 shows the profitability and sustainability zones of the electrical and thermal inputs compared to the

energy prices and emission factors in the main EU glass producing countries. At current energy prices, natural gas maintains its economic advantages for all the countries considered, even for a carbon tax of 150 EUR/t. The price increase has been proportionally more relevant for electricity for most countries, thus acting as a disincentive to electrification. From an environmental perspective, electrification using national grids is sustainable for all the relevant glass producing countries except for Germany.

With purposes of renewable energy integration, current electricity prices can be compared to the levelised cost

of electricity (LCOE) for solar energy generation, whose average in the countries considered is equal to around 60 EUR/MWh. This suggests that the availability of solar electricity for glass melting represents an important incentive for the electrification of the glass industry. If no carbon tax is considered, solar-powered electrification becomes convenient for natural gas prices above around 40 EUR/MWh, which is the case for all the main EU glass producers. This threshold further decreases in case of a relative importance of the carbon tax, reaching around 25 EUR/MWh for a carbon tax of 75 EUR/t.

Concerning the furnace chosen as a case study, Table 3 reports the specific melting costs and carbon emissions

including oxygen production costs and associated emissions. For boosting levels of 80%, melting costs increase by
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around 35% with respect to the nominal configuration. On the contrary, carbon emissions are only slightly reduced since the average electricity emission factor of Italy is assumed to be equal to 0.265 tCO2/MWh based on the carbon

footprint and the amount of energy generated by different technologies in Italy [25].

 

Table 3. Melting costs and carbon emissions under varying furnace electric boosting in Italy

 

Electric Boosting [%]   Melting Costs [EUR/t]   Carbon Emissions [kgCO /t] 2

7                    98.65                     0.249

10                  100.7                    0.249 20                  107.25                    0.248 30                  113.23                    0.246 40                  118.63                    0.243 50                  123.46                    0.240 60                  127.72                    0.237 70                  131.41                    0.233 80                  134.52                    0.229

 

4.2 Solar Integration

The direct integration configuration consists of coupling the hybrid glass furnace with the solar plant while

the advanced integration configuration consists of a PEM electrolyser, a hydrogen storage tank, and a hydrogen compressor. In the latter configuration, surplus energy produced by the solar plant can be employed to produce hydrogen, thereby covering a part of thermal energy demand.

[image: ]

 

Figure 3. Basic and advanced integration economic and environmental KPIs under varying solar coverage

 

Figure 3 shows the comparison of the economic and environmental performance of the basic and advanced

integration configurations under varying solar coverage, normalised with respect to the nominal configuration of 7% boosting and absence of solar energy coverage. As can be seen, both costs and emissions can be significantly reduced for increasing levels of solar coverage.

From an economic perspective, the profitability of increased boosting levels in the basic integration configuration

is achieved only for solar coverage levels higher than 50%. On the contrary, in the advanced integration configuration optimal reductions are achieved for minimum boosting levels across all solar energy coverage levels. At a solar coverage of 1:1 with the nominal furnace energy demands, the basic integration yields melting costs reductions ranging from 25.5% at low boosting levels to 31.1% at high boosting levels. In the advanced integration configuration, cost reductions range from 46.5% for a boosting ratio of 7% to 37.4% for a boosting ratio of 80%.

From an environmental perspective, in the direct integration configuration electrification yields emission

reductions across all solar energy coverage levels. In the advanced configuration, higher solar energy availability shifts the maximum reductions towards lower electrification levels. At an energy demand-supply ratio of 1:1, the basic configuration yields maximum emission reduction of 37.6% whereas the advanced integration yields maximum reductions of 49.1%.
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From the perspective of renewable energy integration, Figure 4 shows the self-consumption and self-production

rates in the direct and advanced integration configurations under varying solar coverage. In the basic integration configuration, maximum self-consumption and self-production rates are achieved for the maximum boosting ratio and a solar energy coverage of 25%, reaching values of 84.0% and 25.3%, respectively. The implementation of a hydrogen infrastructure allows a significant increase in both KPIs, also causing a shift in the optimal solution from high to low levels of boosting. At a solar coverage level of 100%, self-consumption shares are increased from the values of 3.5% and 27.7% at minimum and maximum boosting levels, to values of 95.9% and 56.0%, respectively. At a solar coverage level of 100%, self-production shares are increased from the values of 1.8% and 18.4% at minimum and maximum boosting levels, to values of 62.8% and 40.4%, respectively.

[image: ]

 

Figure 4. Basic and advanced integration self-consumption and self-production rates under varying solar coverage

 

For the glass furnace under analysis, it can also be estimated that around 36% of solar overgeneration is required

for the glass furnace to be completely self-sufficient. This corresponds to a capacity of the solar park equal to 150 MW and an electrolyser capacity of around 45 MW. For boosting levels between 7% and 20%, overgeneration requirements span the range of 36–40%, highlighting a moderate impact of the boosting level for self-sufficiency in low electrification scenarios.

5 Conclusions

This study has explored the decarbonisation of the glass industry through direct and hydrogen-based electrification

based on different levels of solar energy availability.

Economic and environmental thresholds for the viability of increased electric boosting in glass furnaces were

investigated, considering the differing energy efficiency of thermal energy supplied by fuel burners versus electrodes within hybrid furnaces. Specifically, electrification becomes advantageous when the electricity-to-natural-gas price ratio is below 1.5 and the electricity emission factor is under 0.3 tCO2/MWh. However, current energy price conditions in major EU glass-producing countries show that increased electric boosting is currently not economically viable, even under carbon taxes as high as 150 EUR/t. In contrast, the carbon intensity of national electricity mixes in these countries would allow for net emissions reductions.

Optimal solar integration has been investigated in terms of economic, environmental, and renewable integration

KPI with regard to a representative 300 t/d hybrid oxyfuel glass furnace located in Italy, comparing three different configurations: a conventional natural gas-fired hybrid furnace, a direct electrification scenario using solar photovoltaics, and an advanced integration configuration incorporating green hydrogen via a proton exchange membrane electrolyser. A techno-economic evaluation based on mixed integer linear programming was conducted across boosting levels ranging from 7% to 80% and solar plant sizing of up to 150% of the furnace’s nominal energy demand. The results are evaluated in terms of KPI, including melting costs, specific emissions, and self-consumption and self-production rates.

Under direct solar integration, at a supply-to-demand ratio of 1:1, melting cost savings peaked at 31.1%, while

carbon emissions were reduced by up to 37.6%. Daily mismatches between intermittent solar generation and the furnace continuous energy demands limited self-consumption rates and self-production rates to 27.7% and 18.4%. In the advanced integration configuration, hydrogen offers a solution to decouple energy supply and demand, maximising the self-sufficiency of the energy system considered. Melting cost savings reach 46.8% at minimum
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boosting levels, while carbon emission reductions exhibit maximum values of 51.3% at 60% boosting. The hydrogen infrastructure enables increased self-consumption and self-production rates up to 96.3% and 67.0% at boosting levels of 10% and 40%, respectively.

Furthermore, for low boosting levels (between 7% and 20%), the required solar overgeneration amounts to around

36–40%, offering a practical guideline for targeting optimal integration of solar energy in the glass industry. For the 300 t/d oxyfuel furnace considered as a case study, a solar plant with a capacity of around 150 MW and an electrolyser capacity of around 45 MW are necessary for achieving full energy self-sufficiency.

This evaluation provides a detailed, bottom-up modelling framework to assess energy transition pathways in

the glass industry. A clear trade-off emerges between electrification and hydrogen strategies, as the latter achieves better results at minimum values of furnace electric input. Since results are highly context-dependent, future work should conduct sensitivity analyses on energy prices, and carbon permit costs and include the analysis of capital expenditures for technologies involved.
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CFD   Computational fluid dynamics

CO2    Carbon dioxide

H2O   Water

KPI    Key performance indicator

LCOE Levelised cost of electricity

LHV   Lower heating value

MILP Mixed-integer linear programming

O2     Oxygen

PEM   Proton exchange membrane

SEC   Specific energy consumption

Symbols

c        Specific cost, EUR·J

C    Cost, EUR

CF   Capacity factor

CO2,f   Carbon dioxide emission factor, t·J

EC   Energy coverage

fobj       Objective function

Q    Thermal energy flow, J

R    Revenue, EUR

tpd     Pull rate, t·d

W   Electrical energy flow, J

Greek symbols
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η       Efficiency

Subscripts

ch     Charge

dis     Discharge

eco     Economic

el        Electricity

env    Environmental

f ur     Furnace

H 2C   Hydrogen compressor

H 2S   Hydrogen storage

in      Input

ng     Natural gas

nom   Nominal

out     Output

standby Standby

S     Solar

sc      Self-consumption

sp     Self-production

t          Optimisation timestep

T     Optimisation horizon

thr     Threshold value

 

655

index-2_1.png
HYDROGEN NATURAL
TANK GAS GRID

-

THERMAL BUS

HYDROGEN PEM GLass
COMPRESSOR  ELECTROLYSER FURNACE

& & =h

ELECTRIC BUS

SOLAR ELECTRICITY
PLANT. GRID

Electricity  Hydrogen Naturalgas Gas mixture

Conventional Basic. Advanced
configuration  integration integration






index-1_1.jpg





index-8_1.png
15

' Direct integration
17 Advanced integration
Average value

- Minimum boosting

- - - - Maximum boosting

0.5

1

Solar coverage
(a) Self-consumption

15

Normalised energy loads

15

bnd
o

' Direct integration
17 Advanced integration
Average value
Minimum boosting

- - - - Maximum boosting

0.5

Solar coverage
(b) Self-production

1

15





index-1_3.jpg
®

Check for
updates






index-1_2.jpg
ACADLORE

A VIBRANT HUB OF ACADEMIC KNOWLEDGE

JAN






index-7_1.png
14

1.3
1.2

' Direct integration
[T Advanced integration
\verage value

Minimum boosting
Maximum boosting

11

Normalised emissions
o o o
~ © ©

o
o

o
o

' Direct integration
[T Advanced integration
Average value

Minimum boosting
- Maximum boosting

0.5 1 1.5
Solar coverage
(a) Normalised costs

0.4

0.5 1
Solar coverage
(b) Normalised emissions

15





index-6_1.png
300

® 201851 THERMALINELT, 350 THERMAL INPUT
@2024-S1 PROFITABILITY ZONE SUSTAINABILITY ZONE
250 | [—
germany 300 Including oxygen energy consumption
— Spain
France
200 | |— Italy 250

ELECTRICAL INPUT
SUSTAINABILITY ZONE

Electricity price [EUR/MWh]
@
o

Electricity emission factor [tcoz/MWh]

200
150

100
100

50
ELECTRICAL INPUT 50

0 PROFITABILITY ZONE I
20 40 60 80 0
Natural gas price [EUR/MWh] Germany  Spain France Italy

(a) Economic viability (b) Environmental viability





